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GENERAL 


The KW-554F is designed to control two floppy 
disk drivers (FDD) and two IDE-Bus hard disk driv- 
ers (HDD) in the 80286/80386/80486-based personal 
computers. 


FEATURES 


* Controls up to any two of the following types of 
FDD: 360KB, 720KB, 1.2MB, 1.44MB 
(Note: Your mainboard BIOS should have the 
capability of supporting the above FDD.) 

* 16 bits data transfer for HDD 

* Controls up to two IDE-Bus HDDs 

* TDE-Bus interface compatible with CONNER, 
NEC, PRAIRIETEK, WESTERN DIGITAL,...IDE 
driver bus 
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CONNECTORS 
Ji: HDD indication connector 
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To HDD LED To HDD LED 


Signal Cable: 

When connecting the signal cable, please align 
the color striped edge of the cable with the Pin 1 of 
the connectors in the board. 


J2: 40 Pin IDE-Bus HDD connector 
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HDD1(2)  HDD2(1) 


Note: Please refer to the IDE hard disk manual or 
consult the dealer for the sequence of disk 1 
and 2. 


